18      DOCKETED ITEMS

--9106180339 Rev B to Sys Description M-OOGF, "Sys Description Switchgear Bldg
Third Floor HVAC Sys."

*  Bechtel Corp. 88/03/14. 9pp, 58181:056-58181:064.

-9106180341 "New Switchgear Bldg - Third Ftoor HVAC."

*  Bechtel Corp. M08-001-01 ROQ, 87/03/04. 26pp. 58181:065-58181:090.

-9106180344 "Battery Room Hydrogen Generation & Ventilation - Switchgear Bldg."

* Bechtel Corp. M08-001-10 ROO. 88/01/05. 10pp. 58181:091-58181:100.

-9106180358 Rev 1 to Plant Design Change Record (PDCR) PDCR 868, "New Switch-
gear Bldg HVAC & Auxiliaries."

CLARKJ. NUS Corp. TANTAWI.M. Bechtel Corp. KAMM.S. Connecticut Yankee
Atomic Power Co. 89/06/28. 100pp. 58181:101-58181:208.

9106130258 Provides addl info to support 901001 & 910131 applications for amend to
License DPR-61,per NRC requestAmend changes Tech Specs to address situation
where more than one control rod inoperable due to causes other than excessive fric-
tion.

MROCZKA.EJ., ROMBERG.W.D, Connecticut Yankee Atomic Power Co.
MROCZKA.EJ. Northeast Utilities. 91 /06/07, Document Control Branch (Document
Control Desk). 2pp. 58112:092-58112:095.

-9106130261 Proposed changes to Tech Specs re movable control assemblies.

* Connecticut Yankee Atomic Power Co. 91/06/07. 2pp. 58112:094-58112:095.

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone
Nuclear Power Station.Units 1,2 & 3.

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MRQCZKA.EJ. Northeast Utilities. 91 /
06/10. Document Control Branch (Document Control Desk). 2pp. 58126:348-
58126:349.

9106130249 Summary of 910520 meeting w/util to discuss status of SEP Topics IU-6,
"Seismic Design Considerations" & Hl-2, "Wind & Tornado Loadings & Switchgear
Room." List of attendees end,

WANGAB. Project Directorate I-4. 91/06/11. Project Directorate 1-4. 4pp. 58111:293-
58111:296.

9106180423 Forwards amend 137 to license DPR-61 & safety evaluation. Amend wili
add action statement to TS section 3.1.3.1, "Movable Control Assemblies.Bank
Height" to address situation of failure in rod control sys.

WANG.A.B. Project Directorate I-4. 91/06/12. MROCZKA,EJ, Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58147:009-58147:017.

-9106180431 Amend 137 to license DPR-61 .adding action statement to TS 3.1.3.1,
"Movable Control Assernblies.Bank Height" to address situation of failure in rod con-
trol sys.
STOLZ.J.F, Project Directorate I-4. 91/06/12, 4pp. 58147:011-58147:014.

-9106180437 Safety evaluation supporting amend 137 to license DPR-61.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 3pp.
58147:015-58147:017.

9106260051 Summary of 910523 meeting w/util re licensing issues at facility.List of
meeting attendees & viewgraphs end.

JAFFE.D.H. Project Directorate I-4. 91/06/13. Project Directorate I-4. 97pp.
58219:001-58219:099.

9106210003 Application for amend to License DPR-61,changing Tech Specs re oper-
ability & periodic testing of steam generator overfill protection sys.per USI A-47,
"Safety Implications of Control Sys in LWRs."

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/06/14. Document Control Branch (Document Control Desk). 6pp. 58208:183-
58208:192.

-9106210004 Proposed Tech Spec changes re steam generator overfill protection.

*  Connecticut Yankee Atomic Power Co. 91/06/14. 4pp. 58208:189-58208:192.

9106240032 Forwards notice of consideration of issuance of amend to License DPR-61
& proposed NSHC determination & opportunity for hearing on 910614 request to re-
place footnotes re defeating feedwater isolation sys.

WANG.A.B. Project Directorate 1-4. 91/06/17. MROCZKA.EJ, Connecticut Yankee
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58213:266-58213:274,

-9106240036 Notice of consideration of issuance of amend to License DPR-61 & pro-
posed NSHC determination & opportunity for hearing on 910614 request to replace
footnotes to allow feedwater isolation sys to be defeated during surveillance.
WANG.A.B. Project Directorate I-4. 91/06/17. 7pp. 58213:268-58213:274.

9106210241 Forwards request for add! info re 910321 request for exemption from
10CFR70,24(a) covering storage & handling of irradiated or unirradiated fuel assem-
blies in reactor vessels w/o monitoring sys to energize alarms.
VISSING.G.S. Project Directorate 1-4, 91/06/18. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.EJ, Northeast Utilities. 4pp. 58207:348-58207:351.

9106250215 Forwards PRA results for large-scale core meft frequencies for
facilities.PRA development activities continue on schedule using in-house
resources,per util 890727 response to Generic Ltr 88-20.

MROCZKA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA,EJ. Connecticut Yankee Atomic Power Co. MROCZKA,EJ. Northeast Util-
ities. 91/06/19. Document Control Branch (Document Control Desk). 4pp. 58221:082-
58221:085.

9106260286 Forwards amend 138 to license DPR-61 & safety evaluation. Amend will
add valve NG-V-473,for cycles 16/17 only & delete valve CC-V-884 from note 2 of TS
1,6.a,2, "Definitions - Containment Integrity,"

WANG.A.B. Project Directorate I-4. 91/06/19, MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58217:199-58217:207.

-9106260232 Amend 138 to license DPR-61 .adding valve NG-V-473 & deleting valve
CC-V-884 from note 2 of TS.
STOLZJ.F. Project Directorate I-4. 91/06/19. 4pp. 58217:201-58217:204.

-9106260293 Safety evaluation supporting amend 138 to license DPR-61.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 3pp.
58217.205-58217:207.

9106280041 Approves proposed temporary waiver of compliance for tech spec 3.3.2 re
ESF actuation sys instrumentation.

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. 91/06/20. Document Control Branch (Document
Control Desk). 5pp. 58270:052-58270:056.

9106280029 Requests that util 910614 license amend request be upgraded to "exigent"
tech spec change in support of 910620 request for temporary waiver of compliance.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/06/21. Document Control Branch (Document Control Desk). 3pp. 58270:127-
58270:129.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list end.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106030255 Ack receipt of 910425 response to violations noted in Insp Rept 50-213/
91-06.

JOYNERJ.H. Region 1 (Post 820201). 91/05/22. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. 2pp. 57909:106-57909:111.

9106040137 Forwards insp rept 50-213/91-10 on 910510-12.No violations noted.
JOYNERJ.H. Region 1 (Post 820201). 91/05/22. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. 2pp. 58000:106-58000:115.

-9106040147 Insp rept 50-213/91-10 on 910510-12.No violations noted. Major areas
inspected:routine,announced emergency preparedness insp & observation of licens-
ee's partial- participation annual emergency preparedness exercise.
GORDON.C.Z., LAZARUS.WJ. Region 1 (Post 820201). 91/05/22. 8pp. 58000:108-
58000:115.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York. Inc. 85pp. 58162:159-58162:244.

9106190126 Responds to NRC 910516 Itr re violations noted in insp rept 50-213/91-
07.Corrective actions:final mgt action independent review of event & overview per-
formed of recent problems w/missing tech spec requirements.
DEBARBA.E.A. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
DEBARBA.E.A. Northeast Utilities. 91/06/12. MARTIN.T.T. Region 1 (Post 820201).
7pp. 58189:251-58189:257.

9106250129 Forwards insp rept 50-213/91-13 on 910520-24.No violations
npted.Weakness noted re controlling & documenting location of master keys to locked
high radiation areas.

JOYNERJ.H. Region 1 (Post 820201). 91/06/12. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. 3pp. 58221:071-58221:081.

-9106250133 Insp rept 50-213/91-13 on 910520-24.No violations noted. Major areas
inspected:radiological controls program,status of previously identified items,health
physics technician training.internal & external exposure controls.

0'CONNELL.P., PASCIAK.W. Region 1 (Post 820201). 91/06/10. 8pp. 58221:074-
58221:081.

9106200173 Responds to NRC 910503 Itr re violations noted in Insp Rept 50-213/91-
SO.Corrective actions:Surveillance Test Procedure 5.5-38. "BT-1A.1B & 1C Battery
Svc Test" will be revised to conform to latest design documents.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities, 91/06/14, Document Control Branch (Document Control Desk). 8pp. 58201:348-
58201:355.

R. Periodic operating reports & related correspondence

9106180456 Monthly operating rept for May 1991 for Haddam Neck Plant. W/910616
Itr.

EMMONS.K.W., STETZJ.P. Connecticut Yankee Atomic Power Co. 91/05/31   10DD.
58171:305-58171:314.

S. Reportable occurrences, LERs & related correspondence

9106260085 LER 85-003-01 :on 850212,low reactor coolant flow trip logic discovered 10
have trip setpoints not in accordance w/ tech specs.Caused by inadequate definition
of acceptance criteria in calibr procedure.W/910620 Itr.

STANFORDJ., STETZJ.P. Connecticut Yankee Atomic Power Co   91/06/20   6D0-
58226:166-58226:171.                                                                          "                   '    HK

V. Operator Examinations

9106140206 Advises that reactor operator & senior reactor operator licensing exarp?
scheduled for wk of 910909.Ref matls.listed on encl.should be provided by 910712 U''
cense applications should be submitted 30 days prior to exam date
ESELGROTH.P.W. Region 1 (Post 820201). 91/06/06. MROCZKA.EJ   Connectic^1
Yankee Atomic Power Co. 12pp. 58127:001-58127:012

rity & evaluation of plant trips & events
